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GRAPH 3 

April 1989 Interlaboratory Results - Tar 
Study #3 
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Brand C4 (L&M 85) was not tested in the July 1988 and 
October 1988 Interlaboratory Studies. I#ll was tested as 
brand C4 on the two previous studies. 
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